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^ Sa’^^'oly Engineer ing Co n 
Srom the Mnietry of 


In early l$k6 ^ , , „ 

Bndegjest received mi engineering contract^ Ministry wj. 

Pablia Works of Hmgary, for the design of a railroad station to 
15 ® tailt at Itin.gary {k8 2 ^ 22 11 B) near the DSfiR-Hungarlaa 

horder* T!he st-atlon mu intended to acr^.om odate imA ry-tkA tth^. 

traine paiiing he'Ltjeen the two countries. I 
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p njinaerlng on the ral.lroad fttatd.on ‘sra® limited to 
the design of the outer itruotur’e, and did not include ^rk on 
the turmtahleii, traeki or i’^ltcshesB wrk tras iuhcontracted 

to other enjlnetflng In Budapest. I 


I ^ lijever-al delays in the design of the 

station^ due principally to freqLuent changes requested hy the l^jingarlan 
Ministry of Public Wbrkg. Aetaal construction of the station was not 
completed until late fall 19 ^ 6 , The station was Inspected by public 
work® offl'Sials of the 08 SH and Hungary at a pre^dedioation ceremony^ 
and they found that it satisfactorily met their sneclflcations, I 
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COHFIDEHTIAl. 


eoEBtrietlom site! Jwas ‘built on, very loose and porous 

soiln The stat-ion is appro 3 clitfa.t.el,y 3^ feet in ■Bldthj, 100 feet 
in length and ZS feet In helghtj, and is 'built entirely of 
reinforced conarete. The roof, which is eon,atra.ated of 3“ 

concrete, has a 6° pitch. ProTlsi.ons wer e made to pemdt 

eyterislnna OP. either end, of the station. 

the EbatioSi was painted b'iacik but ijas eefflo'irrxaged. in 
no o'cne'r way. A sketch of the station Is as follows; 
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